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opposite is true, for here the flame will produce less
heat under these conditions, will consequently gasify
less combustible material, and the flame will there-
fore be smaller.
Long experience in the use of this apparatus in
the heating plant of the Dresden laboratory has
shown that g*as flames are best for this purpose.
The flame fed with hydrogen is much more sensitive
than one supplied with ordinary illuminating gas.